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Summary: This Goes with the prophecy of 9 story on how every species 
of Dragon is connected to a god. Please tell how you think they 
should be connected. 


Gods To Dragons 
I own this list 

Hello, this is for my How to train your dragon and Percy Jackson and 
the Olympians crossover, every god created a certain species of 
dragon. I would like help from my readers to make this list. Just 
name a dragon species from how to train your dragon and a Greek god. 

I would also prefer reasons why the god made the species. The more 
reasons on how they are similar the more likely it is that I will 
connect them. This is my list so far, the blank ones are undecided. 
Other people can use this list for their fan fictions As long as the 
person says where they got the list. 

Aphrodite/Venus: Deadly nadder For being considered beautiful and 
very vain. (Help from Lokl921) 

Apollo: Fireworm for their healing abilities as seen in defenders of 
Berk and said to be hotter than the sun in Riders of 
Berk . 

Ares/Mars: Monstrous Nightmare for anger issues (no offense) and love 
for fighting and giving others headaches. 

Artemis/Diana: Change Wing For its amazing hunting skills and living 
in packs . 

Athena/Minerva: Storm Cutter for wisdom and owlish fetchers (Athena's 
symbol for those who don't know is the owl) . 


Demeter/Ceres : Shaptraper identical to a venous fly trap and the 
dragon is good with plants. 



Dionysus/Bacchus : Thunderdrum for being incredibly loud and 
untamable (guest) . 

Hades/Pluto: whispering/screaming death for its tunneling abilities 
and death is in the name. 

Hephaestus/Vulcan: groncle because it is a living, walking 
smelter . 

Hera/ Juno: Hobblegrunt because it changes its color due to its mood 
and suroundings . 

Hermes/Mercury: Smoldering smokebreath, being an incredibly annoying 
thief, (help from Trouble Cleft) 

Rest ia/Vesta : Terrible terror for it flies in flocks and are great 
housewarming pets. 

Poseidon/Neptune: Skauldron, lives in water and shoots skaulding 
water at its victims, (help from Trouble Cleft) 

Zeus/ Jupiter : Skrill, Powers over lightning 

Aether: the flightmare, it glows through the night, as his siblings 
are relating darkness. (Sea Otter) 

Ananke : 

Chaos: Bewilderbeast for the king of 
dragons . 

Chronos : 

Erebos : 

Gaea: Red Death dragon queen. 

Hemera : 

Hypnos : 

The Nesoi: 

Nyx: Night Fury Because It blends perfectly and works a lot better in 
the Night. 

Uranus : 

The Ourea: 

Pan : 

Phanes : 

Pontus : 

Tartarus : 


Thalassa : 



Thanatos: Boneknapper for The dead look and taking the bones of dead 
dragons, help from (eston jameslSO) 


End 
f lie . 



